The author addresses the need for software that integrates the many uses
of information in a hospital setting. Ideally, this should be a system that
supports operational and decision-making processes. Flexibility for
collecting and manipulating databases, the integration of educational
programs, and a user-friendly interface are qualities to seek out and to plan
for. Such a holistic approach requires long-term planning.
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The energy crisis mandates the need for more effective insulation.
Many structures require a retrofit. This article discusses where and how to
insulate and evaluates alternative insulation materials.
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This is an analysis of how facilities are assets that can be actively
exploited to enhance the corporate bottom line. The book includes several
detailed case studies and an outline of a decision-making process owners can
use to take advantage of this resource.
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